309

-9203130033 Insp rept 99900081/92-01  on 920210-13.Noncomplianee noted. Major
areas inspected:fabrication & testing of fuel assemblies.implementation of QA program
& corrective actions taken in response to recent matl control problem.
MAGRUDER,S.L,   CWALINA.G.C.   Vendor   Inspection   Branch.   92/03/05.   17pp
60886:056-60886:072.                                                                                                .

9203170065 Forwards insp rept 99900056/92-01 on 920203-07 & notice of nonconfor-
mance.

NORRHOLM.LJ. Vendor Inspection Branch. 92/03/11. KURKJAIN.G.A. Henry Pratt
Co. 2pp. 60948:116-60948:129.

-9203170072 NoticejDf npnconformance from insp on 920203-07. Nonconformances
noted:HPC QA manual/implementing procedures did not provide sufficient require-
ments or interfaces to ensure that commercial grade items could perform safely.

*  Vendor Inspection Branch. 92/03/11. 2pp. 60948:118-60948:119.

-9203170082 Insp rept 99900056/92-01 on 920203-07.Noncompliances noted. Major
areas inspected:review/evaluation of QA program & implementation in selected
areas.including corrective actions re 10CFR21 repts.

CAMPBELLLL, POTAPOVS.U. Vendor Inspection Branch. 92/03/09. 10pp.
60948:120-60948:129.

9203170339 Informs that companys safety-related QA & integrated plant engineering
depts have moved to listed address.

GOODWIN.L Control Data Corp. 92/03/09. Office of Nuclear Reactor Regulation, Di-
rector (Post 870411). 2pp. 60981:244-60981:245.

9203180121 Responds to unresolved items noted in Insp Rept 99900056/92-01.Correc-
tive actions:Cleveland Electric has verified that matl furnished under Purchase Order
5124603 is 302 matl.

CUMMINS.B.R. Henry Pratt Co. 92/02/28. CAMPBELLLL Division of Reactor In-
spection & Safeguards (Post 870411). 2pp. 60977:068-60977:069.

9203180415 Informs that review of documents re failure of thermo-lag protective enve-
lope during 3 hr fire endurance test performed in pet 1989 complete.Results cause
NRC concern for use of thermo-lag as fire rated barrier.

MIRAGLIA.F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/
10. FELDMAN.R. Thermal Science, Inc. 6pp. 60971:035-60971:040.

9203180424 Informs of scheduled meeting on 911017 to discuss response to 910910 Itr
& related technical issues.

MIRAGLIA.F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/
18. FELDMAN.R. Thermal Science, Inc. 1p. 60971:034-60971:034.

9203180429 Forwards official transcript of meeting held on 911017.W/O encl.
MIRAGLIA.F.J. Office of Nuclear Reactor Regulation, Director (Post 870411). 91/10/
31. FELDMAN.R. Thermal Science, Inc. 1p. 60971:029-60971:029.

9203180436 Discusses documents requested concerning info notice 91-079 & generic
Itr 86-10.NRC expresses gratitude for use of photograph of util test article provided at
911017 meeting.

MIRAGLIA.FJ. Office of Nuclear Reactor Regulation, Director (Post 870411). IEIN-91-
079. 92/01/15. FELDMAN.R. Thermal Science, Inc. 1p. 60971:028-60971:028.

9203190253 Informs that NRC completed review of 911017 meeting transcript.List of
items requiring addl info encl.

MIRAGLIA.F.1 Office of Nuclear Reactor Regulation, Director (Post 870411). 91/107
31. FELDMAN.R. Thermal Science, Inc. 4pp. 60971:158-60971:161.

9203230202 Forwards corrected Engineering Spec 2.10.1, "Design & Document
Control.Use of Form 1255" contained in response to nonconformance.Submittal cor-
rects date of spec.

MOOSBRUGGER.C, NEI Peebles-Electric Products, Inc. (formerly Parsons Peebles).
92/03/16. Document Control Branch (Document Control Desk). 1p. 61077:135-
61077:140.

-9203230206 Corrected Engineering Spec EQ 2.10.1, "Design & Document Control.Use
of Form 1255."

MOOSBRUGGER.C. NEI Peebles-Electric Products, Inc. (formerly Parsons Peebles).
92/02/25. 5pp. 61077:136-61077:140.

9203230260 Suppls 920227 response to NRC 920206 Itr re nonconformances noted in
Insp Rept 99900296/91-01.Declares that company maintains high level of confidence
in regard to operation & reliability of Class IE relays.

GERMAN J-F. Amerace Corp. 92/03/16. Document Control Branch (Document Con-
trol Desk). 1 p. 61077:285-61077:285.

9203240034 Confirms 920313 telcon concerning upcoming 920406-08 facility insp.lnsp
will review 10CFR50.app B,QA program re supply of batteries for safety-related appli-
cations at commercial nuclear power plants.

NORRHOLM.LJ. Vendor Inspection Branch. 92/03/16. EHLERMAN.M. Yuasa Exide,
Inc. 1 p. 61053:122-61053:122.

9203240041 Expresses gratitude for 920302 Itr in response to NRC 920206 Itr.Reply re-
sponsive to concerns raised in notice of nonconformance.

NORRHOLM.LJ. Vendor Inspection Branch. 92/03/16. KOGA.R.H. Westinghouse
Electric Corp. 1 p. 61053:126-61053:126.

9203250138 Forwards commercial-grade dedication program insp rept 99901119/92-01
on 920302-05 & forwards notice of violation & nonconformance.
NORRHOLM.LJ. Vendor Inspection Branch. 92/03/19. BHARTEEY.B.M. Spectrum
Technologies. Inc. 3pp. 61070:314-61070:328.

-9203250146 Notice of violation from insp on 920302-05.Violation noted: failure to in-
corporate time limit for notification & other new requirements specified in current rev
of 10CFR21 into procedures.

* Vendor Inspection Branch. 92/03/19. 2pp. 61070:317-61070:318.

-9203250175 Notice of nonconformance from insp on 920302-05. Noncomformance
noted:premature tripping of instantaneous magnetic trip function for breakers not ad-
dressed in procedures.

*  Vendor Inspection Branch. 92/03/19. 2pp. 61070:319-61070:320.

-9203250183 Insp rept 99901119/92-01 on 920302-05.Violations & deviations
noted.Major areas inspected:assessment of adequacy of Spectrum Technologies
USAJnc.

MOIST.R.N.. GAUTAM.A.S. Vendor Inspection Branch. 92/03/18. 8pp. 61070:321-
61070:328.

9203250218 Responds to NRC 920124 Itr re nonconformances noted in Insp Rept
99901235/91-01.Corrective actions:chemical product analysis retest made & found re-
quired Ni-content of 11,17%. Certificate changed & sent to customer.
LISEGANG.G. LISEGA GmbH. 92/02/28. NORRHOLM.LJ. Vendor Inspection Branch.
4pp. 61099:166-61099:169.

9203260019 Requests that mailing address for licensee be changed.as listed.W/
marked-up mailing label.

MARY.M.B. Ralph A. Hiller Co. 92/03/23. Office of Nuclear Reactor Regulation, Di-
rector (Post 870411). 1p. 61128:035-61128:035.

9203260200 Forwards Rev 2 to "QA Manual." consisting of pages of Sections 1.0 & 2.0
& discusses reasons for changes to manual.

SMITH.R.H. Pacific Nuclear Systems, Inc. RHS 92-052. 92/03/06. SPRAULJ. NRC -
No Detailed Affiliation Given. 1 p. 61129:223-61129:227.

-9203260201 Rev 2 to "QA Manual," consiting of pages of Sections 1.0 & 2.0.
* Pacific Nuclear Systems, Inc. 92/03/06. 4pp. 61129:224-61129:227.

9203260218 Ack receipt of 920227 & 0316 Itrs responding to violations & nonconfor-
mances noted in Insp Rept 99900296/91-01 .Actions taken to address NRC concern
re previous parts received & integrated prior to QA program improvements acceptable.
NORRHOLM.LJ. Vendor Inspection Branch. 92/03,' ~------------" '

3pp. 61165:096-61165:098.

!/03/19. GERARD.J.F. Amerace Corp.

9203260269 Evaluates vendor 920225 response to nonconformance noted in Insp Rept
99900100/91-01.Insp plan should be consistent w/ sampling plan being developed.
NORRHOLM.LJ. Vendor Inspection Branch. 92/03/19. WILKINSON,!. Limitorque
Corp. 4pp.

9203260316 Ack receipt of 920225 Itr re insp rept 99900100/91-01 .Reply & corrective
action found adequate w/following comment re nonconformance 91-Q1-02,sampling
plan should note guidance in NRC 920127 Itr on use of sampling plan.
NORRHOLM.LJ Division of Reactor Inspection & Safeguards (Post 870411). 92/03/
19. WILKINSON.I.E. Limitorque Corp. 4pp. 61161:212-61161:215.

9203300188 Responds to NRC 920217 Itr re nonconformances noted in Insp Rept
99900369/91-01.Corrective actions:QA Procedure QC-ER-84 which covers internal
audits will be revised to address QC activities that affect quality.
KLUGEJ.H. Automatic Switch Co. 92/03/19. Document Control Branch (Document
Control Desk). 7pp. 61169:334-61169:340.

9203310203 Provides update on corrective actions per insp rept 99900317/90-01 .Ac-
tions  to  correct  nonconformance  90-01-01,  divided  into four groups.are   10%
completaUtil aims at 85% by 921231.All X coded vendors contacted by 920129.
STEFFAN.A.P.  Cooper   Bessemer  Corp.   QCG-8765.   92/03/20.  NORRHOLM.LJ.
Vendor Inspection Branch. 20pp. 61216:301-61216:328.

REGGD REGULATORY GUIDES

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). GL-86-10. 92/
02/28. Consolidated Edison Co. of New York, Inc. 11 pp. 60948:140-60948:150.

9203020016 Comment on draft reg guide task DG-8008, "Planned Special Exposures."
KNUBELJ. General Public Utilities Corp. - GPU Service Corp. 57FR937. 92/02/21.
Regulatory Publications Branch. 2pp. 60731:013-60731:014.

9203020030 Comment on task DG-8009 to reg guide 8.9 re interpretation of bioassay
measurement.Calculating intakes to two significant figures is not consistent w/using
ALI/DAC values that have one significant figure.

KNUBELJ. General Public Utilities Corp. - GPU Service Corp. 57FR1194. 92/02/21.
Regulatory Publications Branch. 3pp. 60731:020-60731:022.

9203020215 Comment on draft NUREG-1400, "Air Sampling in Work Place." Too many
refs to reg guide 8.25 in document.NUREG should be completed in final form,then
prepare reg guide.

KNUBELJ. General Public Utilities Corp. - GPU Service Corp. 57FR1498 00004. 92/
02/21. Regulatory Publications Branch. 9pp. 60731:178-60731:186.

9203020225 Comment on draft reg guide task DG-8003 to reg guide 8.25 re air sam-
pling in workplace.Many elements of reg guide, particularly use of hazard index as
prescribed, not appropriate for nuclear power plant use.

KNUBELJ. General Public Utilities Corp. - GPU Service Corp. 56FR52078 00020. 92/
02/21. Regulatory Publications Branch. 9pp. 60731:240-60731:248.

9203040138 Forwards Rev 14 to Issue 4 of physical security plan, changing personnel
access requirements by implementing all elements of Reg Guide 5.66 & changing title
for director of security.EncI withheld (ref 10CFR2.790(d) & 73.21).
SIEBERJ.W. Duquesne Light Co. 92/02/27. Document Control Branch (Document
Control Desk). 2pp. 60802:304-60802:305.

9203040262 "For Comment" issue to draft reg guide (DG-8010), "Criteria for Monitoring
& Methods for Summation of Internal & External Occupational Doses."
* Office of Nuclear Regulatory Research (Post 860720). 92/02/29. 19pp. 60792:325-
60792:343.

9203040343 FOIA request for documents re NUREG-0902,Apr 1982, NUREG-1199,Jan
1988,NUREG-1200Jan 1988,NUREG-1300,Apr 1987, Reg Guide 4.18,Reg Guide 4.19
& performance objectives for LLRW disposal facilities re site selection (2).
PELAN.EG. Affiliation Not Assigned. 91/07/08. Division of Freedom of Information &
Publications Services (Post 890205). 1 p. 60808:174-60808:174.

9203050040 Comment on draft reg guide task DG-8008, "Planned Special Exposures."
GIORGIO.H. Iowa Electric Light & Power Co. 57FR937. 92/02/26. Regulatory Publica-
tions Branch. 3pp. 60790:119-60790:121.

9203050060 Comment supporting draft reg guide DG-0002, "Guide for Preparation of
Applications for Medical Use Programs."

COLLINS.S.C. Illinois, State of. 57FR937. 92/02/27. Regulatory Publications Branch.
1 p. 60790:136-60790:136.
